/ 


\ | ( ~e 
Iicknam, Clarer 


| 


Ford, CT 4 


| 


CLARENCE H.WICKHAM, 


After 5 days, return to 
POST OFFICE BOX 645, 
HARTFORD, CONN. 
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HARTFORD, CONNECTICUT. 
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P.0,BOX 645 
HARTFORD, CONNECTICUT. 


